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PART III 


Stores Purchase 


Animal Husbandry Department 

TENDER NOTICES 


(1) 


No. A3- 1660 /2013. 

13th November 2013. 
Sealed and competitive tenders are invited from the 
Registered Manufacturers /Authorized Dealers /Suppliers for 
the supply of Protein Estimation System to Feed Testing 
Laboratory, Central Hatchery, Chengannur. 

Tender No . — 1/2013- 14 . 
Approximate Cost - 3 Lakhs. 
EMD 3,500 . 
Cost of the tender form : 

Original- 700 + VAT 5 % 

Duplicate — 400 + VAT 5 % 
Last date and time upto which tender is issued 
18 - 12 -2013, 3 p. m . 

Last date and time of receiving tender 
19 - 12 - 2013 , 11 a. m . 

Date and time of opening of the tender 
19- 12- 2013, 2 p . m . 

Address of office from which tender forms are 
available — Poduction Manager, Central Hatchery , 
Chengannur. 


Sealed cover containing tender should be 
superscribed with Tender No . and Name of item and 
addressed to the Production Manager, Feed Testing 
Laboratory , Central Hatchery , Chengannur, Kerala 
State -689 122 and should reach this office on or before 
the time and date specified above. Details of the item can 
be had from this office on all working days during office 
hours. Intending tenderers should send only amount 
required by Money Order for the supply of tender form . 
Cheque , Postage Stamps, Postal Orders, Demand Draft 
etc . will not be accepted towards the cost of tender forms 
nor the forms be sent by VPP . Tender forms can also 
had from this office during office hours on payment of 
cost in cash . An EMD of 1 % of the total amount of item 
quoted has to be submitted with the tender by Demand 
Draft drawn in favour of the Production Manager, Central 
Hatchery , Chengannur payable at State Bank of 
Travancore , Chengannur Branch . 

The rate quoted should be inclusive of all charges 
and delivery at Feed Testing Laboratory , Chengannur. 
Supply should be effected within 30 days of firm supply 
order. Payment will be effected on receipt of items at this 
office . 

All Government rules prevailing will be applicable to 
this tender. The Producation Manager is empowered to 
cancel any or all the tenders without assigning any reason 
thereof. Further details if any can be had from this office 
during office hours. 


ചെങ്ങന്നൂർ സെൻട്രൽ ഹാച്ചറിയിലെ ആവശ്യത്തിനായി 
Glo1oş718 20160418 omlğ osmo mlmmW MACBAS 
വിധേയമായി സപ്ലെ ചെയ്യുവാൻ തയ്യാറുള്ള നിർമ്മാതാക്കളിൽ 
നിന്നോ വിതരണക്കാരിൽ നിന്നോ അംഗീകൃത ഏജൻസികളിൽ 
നിന്നോ മുദ്രവെച്ച ടെണ്ടർ ക്ഷണിക്കുന്നു. ടെണ്ടറിനോടൊപ്പം 
നിരതദ്രവ്യമായി വിലയുടെ 1 % പാഡക്ഷൻമാനേജരുടെ 
പേരിൽ ഡിമാന്റ് ഡ്രാഫ്റ്റായി സമർപ്പിക്കേണ്ടതാണ്. 


OSMSØ mmo — 1/2013 – 14 . 


Qozo one 3,00,000. 
M100B01J0 3,500 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

Bron : 08 700 + voſ 5 % 

vaða 400 + cuoğ 5 % 
OSMÔ G1000 eislam .B MIM 0100 ) 18 - 12 - 2013 
വൈകുന്നേരം 3 മണി. ടെണ്ടർ ഫോറം സ്വീകരിക്കുന്ന 
GYVUMIM 0001 19 - 12 - 2013 0obbel 11 aomloo. Osmo 
C1000 MOD9M mpol 19 - 12 - 2013 220960040 2 2m . 
കേരള സർക്കാരിന്റെ എല്ലാ ടെണ്ടർ വ്യവസ്ഥകളും ഇതിന് 
ബാധകമാണ്. യാതൊരു കാരണവും ബോധിപ്പിക്കാതെതന്നെ 
എല്ലാ ടെണ്ടറുകളും/ഏതെങ്കിലും ടെണ്ടറോ നിരസിക്കാനുള്ള 
അധികാരം പ്രൊഡക്ഷൻ മാനേജർക്ക് ഉണ്ടായിരിക്കുന്നതാണ്. 
പൂരിപ്പിച്ച ടെണ്ടറുകൾ പാഡക്ഷൻ മാനേജർ, സെൻട്രൽ 
2003 01, Broobos10908 1 . 63., 6210Bm78-689 122, GA03 
എന്ന പേരിൽ ലഭിച്ചിരിക്കണം. ടെണ്ടറുകൾ വെവ്വേറെ സീൽ 
ചെയ്ത കവറിൽ സമർപ്പിക്കണം. കവറിന്റെ പുറത്ത് ഉപകരണ 
ത്തിന്റെ പേര്, ടെണ്ടർ നമ്പർ എന്നിവ രേഖപ്പെടുത്തണം. 


for wireless data monitoring, Control and transfer, All 
essential accessories like Digestion Tubes 250 ml. 6 Nos. 
SS Insert Rack , Exhaust Manifold , Suction assembly for 
safe removal of acid fumes, Additional one set tubes & 
Insert Rack , ISO 9001 : 2008 Certified, Electrical 
Requirement : 230V , 50 HZ . AC Mains. 
B . Automatic Distallation system : 

Autosequencing Microprocessor based PC 
Compatible Distillation System with in - built software , 30 
predefinable user storage programs, Automatic sequencing 
with auto Intelligent run of programmable steps, Dilution , 
Alkali Addition , Steam Processing , Inbuilt delaytime 
feature, Process over indication with alarm , Automatic 
titration connectivity feature for further upgradation , 
Two line alpha numeric digital LCD display, Rs 232 
interface for connectivity to PC , Inbuilt safety features 
with CE Certification to fulfill all statutory requirement of 
Good laboratory Practice like Auto measuring and 
monitoring of high temperature in distillate with warning 
signal to control distillate temperature, In case of no water 
condition in condenser , the instrument should 
automatically deactivate the system with auto alarm and 
indication , Tube insert error indication , door open error, 
Auto deactivation of System on error diagnosis, 
Adjustable steam power, Reagent level indicator with 
alarm , Auto online water saving mechnisam , Stainless steel 
non Corrosive Steam Generator, Fully Automatic water 
level monitoring with centrifugal Refilling Pump and 
Perilstatic Pump for reagent addition , ISO 9001: 2008 
certified , Electrical Requirement: 230V, 50HZ . AC Mains. 

SPECIAL CONDITIONS 
All offers should be for the supply from the 
ready stock in original packing of manufacturers 
and tenders should give the name of the 
manufacturers of the item . 
Supply should be effected within 30 days on 
receipts of supply orders. No extension will be 
allowed . 
The rate should be inclusive of all taxes and 
charges and delivery at Feed Testing Lab , 
Central Hatchery , Chengannur. 
Ex - godown rate and for station of despatch 
rates offered by firms are not acceptable and 
such tenders will be summarily rejected . 
The firms who are not original manufacturers 
should state clearly the make and address of the 
manufacturers whose products they are offering 
and produce necessary records for which the 

tenderer is authorised by the manufacturer. 
6 . The Supplier should install the machine and 

demonstrate it to the satisfaction of the 
customer and provide necessary service backup 
with a guarantee of one year minimum . 
Payment will be made only on receipt of the 
item by the Production Manager . 


TECHNICAL SPECIFICATION 


Automatic Protein Estimation System 
A . Automatic Macro Block Digestion System with 

Auto Lift 

Six Place 250 ml. capacity PC Compatible Block 
Digestion System . Aluminium Block with Casted 
Aluminium Alloy Heaters, Direct USB Port for PC /Laptop 
Connectivity without need of Rs 232, Rs 485 Convertor, 
Digital LCD Display , Integrated Autosequencing Time/ 
Temperature domin of 30 programs and at least 
10 sequencing step , The advanced PC Chart Software 
performs Live Graphical representation of time/temperature 
gradient, Live Process view display of various stages with 
facility to have print option . Software enables multiple 
unit monitoring with multi user login feature , Inbuilt safety 
feature with CE Certification to fulfill all statutory 
requirement of Good Laboratory Practice Auto over 
temperature protection , Auto Sensor break protection , 
Auto Errror Indication to fulfill GLP safety norms, Auto lift 
to enable automatic loading of samples before digestion 
and for automatic lifting of hot digestion tubes along with 
the rack after completion loading of digestion , Inbuilt 
software program for micronutrient, macro nutient, Trace 
element analysis , Upgradeable to Remote Control Module 


7 . 


8 . 


Last date and time up to which tender is issued 
18 -12-2013, 3 p. m . 


Last date and time of receiving tender 
19 - 12 - 2013, 11 a . m . 


Date and time of opening of the tender 
19-12 -2013, 2 p . m . 


The firm registered with Store Purchase 
Department, Kerala , Director General of 
Suppliers and disposal , New Delhi , Small 
Industries unit with in the state should produce 
a copy of the certificate along with their tender. 
So that such firms can be exempted from 
furnishing EMD . 
EMD furnished by the firms by means of 
Demand Draft only be released after satisfactory 
completion of contract and the tenders should 
collect the amount from Treasury /State Bank of 
Travancore , Chengannur in person or through a 
local schedule bank . 
Fixed cost for maintanance beyond the period of 
guarantee up to 3 years should be specified . 
Rate quoted should be firm atleast for a period 
of 3 months . 


Address of office from which tender forms are 
available — Production Manager , Central Hatchery , 
Chengannur. 


10. 


The rate quoted should be inclusive of all charges 
and delivery at Feed Testing Laboratory , Chengannur. 
Supply should be effected within 30 days of firm supply 
order. Payment will be effected on receipt of items at this 
office. 


11. 


- ( 2) 


All Government rules prevailing will be applicable to 
this tender. The Production Manager is empowered to 
cancel any or all the tenders without assigning any reason 
thereof. Further details if any can be had from this office 
during office hours. 


No. A3 - 1660 /2013 . 


- 13th November 2013 . 


ചെങ്ങന്നൂർ സെൻട്രൽ ഹാച്ചറിയിലെ ആവശ്യത്തിനായി 
ഇലക്ട്രോണിക്ക് അനലറ്റിക്കൽ ബാലൻസ് ടെണ്ടർ നിബന്ധന 
കൾക്ക് വിധേ യ മായി സപ്ലേ ചെയ്യു വാൻ തയ്യാറുള്ള 
നിർമ്മാതാക്കളിൽ നിന്നോ/ വിതരണക്കാരിൽ നിന്നോ/ അംഗീകൃത 
ഏജൻസികളിൽ നിന്നോ മുദ്രവെച്ച് ടെണ്ടർ ക്ഷണിക്കുന്നു . 
ടെണ്ട റി നോ ടൊപ്പം നിര ത ദ വ്യ മായി വില യുടെ 1 % 
പാഡക്ഷൻമാനേജരുടെ പേരിൽ ഡിമാന്റ് ഡാഫ്റ്റായി 
സമർപ്പിക്കേണ്ടതാണ്. 

ടെണ്ടർ നമ്പർ - 2/ 2013 - 14. 
ഉദ്ദേശ വില ? 1. 5 ലക്ഷം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 


അസ്സൽ - 400 + വാറ്റ് 5 % 


Sealed competitive tenders are invited from the 
Registered manufacturers/Authorized Dealers/ Suppliers for 
the supply of the Electronic Analytical Balance to Feed 
Testing Laboratory , Central Hatchery, Chengannur. 

Tender No. 2/2013- 14. 
Approximate Cost _ X 1.5 lakhs. 
Earnest Money Deposit 1,500 
Cost of the tender form : 

- Original X 400 + VAT 5 % 

| Duplicate X 200 + VAT 5 % 

Sealed cover containing tender should be 
superscribed with Tender No. and Name of item and 
addressed to the Production Manager, Feed Testing 
Laboratory, Central Hatchery , Chengannur, Kerala 
State - 689 122 and should reach this office on or before 
the time and date specified below . Details of the item can 
be had from this office on all working days during office 
hours . Intending tenderers should send only amount 
required by Money Order for the supply of tender form . 
Cheque, Postage Stamps , Postal Orders, Demand Draft 
etc. will not be accepted towards the cost of tender forms 
nor the forms be send by VPP. Tender forms can also 
had from this office during office hours on payment of 
cost in cash . An EMD of 1 % of the total amount of item 
quoted has to be submitted with the tender by Demand 
Draft drawn in favour of the Production Manager, Central 
Hatchery , Chengannur, payable at State Bank of 
Travancore , Chengannur Branch . 


പകർപ്പ് - 200 + വാറ്റ് 5 % 


- ടെണ്ടർ ഫോറം ലഭിക്കുന്ന അവസാന തീയതി 18 - 12 - 2013 
വൈകുന്നേരം 3 മണിവരെ. ടെണ്ടർ ഫോറം സ്വീകരിക്കുന്ന 
അവസാന തീയതി 19 -12 - 2013 രാവിലെ 11 മണിവരെ. ടെണ്ടർ 
ഫോറം തുറക്കുന്ന തീയതി 19 - 12 - 2013 ഉച്ചയ്ക്ക് 2 മണി. 
കേരള സർക്കാരിന്റെ എല്ലാ ടെണ്ടർ വ്യവസ്ഥകളും ഇതിന് 
ബാധകമാണ്. യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ 
എല്ലാ ടെണ്ടറുകളും/ഏതെങ്കിലും ടെണ്ടറോ നിരസിക്കാനുള്ള 
അധികാരം പ്രൊഡക്ഷൻമാനേജർക്ക് ഉണ്ടായിരിക്കുന്നതാണ്. 
പൂരിപ്പിച്ച ടെണ്ടറുകൾ പാഡക്ഷൻ മാനേജർ, സെൻട്രൽ 
ഹാച്ചറി, അങ്ങാടിക്കൽ പി . ഒ., ചെങ്ങന്നൂർ- 689 122 കേരള 
എന്ന പേരിൽ ലഭിച്ചിരിക്കണം. ടെണ്ടറുകൾ വെവ്വേറെ സീൽ 
ചെയ്ത ക വ റിൽ സമർപ്പി ക്ക ണം . ക വ റിന്റെ പുറത്ത് 
ഉ പ ക ര ണ ത്തിന്റെ പേര്, ടെണ്ടർ നമ്പർ എന്നിവ 
രേഖപ്പെടുത്തണം. 


10. 


Fixed cost for maintanance beyond the period of 
guarantee up to 3 years should be specified . 
Rate quoted should be firm atleast for a period 
of 3 months. 


11 . 


Specification 
Capacity 

220gm . 
Minimum Display — 0.1mg. 
Pan Size 

80mm ./91mm . diameter 
Calibration 

Built is internal calibration 

( Auto Calibration ) 
Operating Temperature 
Range 

– 5 to 40° C 
Power Supply 

Input: 100 -250 Volt AC 
Output: 12 Volt DC 1A 


TIL| 


Office of the Production Manager , 
Feed Testing Laboratory , 
Central Hatchery, 
Chengannur, 
Phone No. 0479 2452277 . 


(Sd .) 
Production Manager. 


- 


Linearity 
Repeatability 


+/- .1mg. 
</- .1mg. 


1. 


5 . 


SPECIAL CONDITIONS 
All offers should be for the supply from the 
ready stock in original packing of manufacturers 
and tenderers should give the name of the 
manufacturers of the item . 
Supply should be effected within 30 days on 
receipts of supply orders. No extension will be 
allowed . 
The rate should be inclusive of all taxes and 
charges and delivery at Feed testing Lab , 
Central Hatchery, Chengannur. 
Ex - godown rate and for station of despatch 
rates offered by firms are not acceptable and 
such tenders will be summarily rejected . 
The firms who are not original manufacturers 
should state clearly the make and address of the 
manufacturers whose products they are offering 
and produce necessary records for which the 
tenderer is authorised by the manufacturer. 
The Supplier should install the machine and 
demonstrate it to the satisfaction of the 
customer and provide necessary service backup 
with a guarantee of one year minimum . 
Payment will be made only on receipt of the 
item by the Production Manager. 
The firm registered with Store Purchase 
Department, Kerala , Director General of 
Suppliers and Disposal, New Delhi, Small 
Industries unit with in the state should produce 
a copy of the certificate along with their tender . 
So that such firms can be exempted from 
furnishing EMD . 


EMD furnished by the firms by means of 
Demand Draft only be released after satisfactory 
completion of contract and the tenders should 
collect the amount from Treasury / State Bank of 
Travancore, Chengannur in person or through a 
local schedule bank . 


